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LIMITED OFFICIAL USE GUATEMALA 1441 

PANAMA FOR OIC/RTC; DEPT FOR A/SY/T 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : REQUEST FOR ALARM INSTALLATION AT AMB RESIDENCE 
REF: 76 PANAMA 7723 

1 . BASED ON PRESENT PROGRESS OF RECONSTRUCTION OF AMB RESIDENCE, 
REQUEST TECHNICAL TEAM BE SENT TO INSTALL PERIMETER ALARM 
SYSTEMS AS DISCUSSED IN REFTEL AND TECHNICAL SERVICES REPORT 
GUATEMALA, 1 1/4/76, SECTION 2.0. GROUND PLANS OF RESIDENCE AND 
PERIMETER FENCE INFO WILL BE SENT SOON. 

2. REQUEST TEAM ARRIVE EARLY MAY AS RESIDENCE MAY BE READY FOR 
OCCUPANCY AS EARLY AS MID-TO-LATE MAY. PLEASE ADVISE. 

BOSTER 
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